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straight up to or extending through the roof of the respective room
to the outside. When this blower is used for blowing, attachment
is made to bottom flange. When used for sucking, attachment is
made to top flange. It can be placed vertical or horizontal.

The steam jet blower is effectively used in boiler firing for pro-
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FIG. 99.   STEAM JET BLOWER.
dticing a blast perfectly under control and at the least expenditure
of steam. For small size and low grade fuels, and for furnaces
with insufficient draft, this system is highly to be recommended.
The blower also provides a means of forcing boilers to an evapora-
tion beyond their rate of capacity, thereby obviating the necessity